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CONFIDENTIAL JAKARTA 14022 

CANBERRA FOR TSO 
DEPT FOR A/SY/T 
HONGKONG FOR OIC, RTC, RSS 

EO 11652: GDS 
TAGS: ASEC 

SUBJECT: TECHNICAL TEAM AND EQUIPMENT - JAKARTA 
REFS: HONGKONG 13591 

REFERENCE ITEM 2 IS AS FOLLWS: SYSTEM (2) REAR DOOR CHANCERY DURING 
WORKING HOURS. DOOR SECURED AFTER HOURS. 

1. MTC-21 MK II CAMERA. 

2. FIXED MOUNTING BRACKET MBT-2. 

3. 6MM WIDE ANGLE LENS. 

4. MINIMUM OF 300 FEET RG 59/U CABLE. 

5. VS-4 VIDEO SWITCH FOR RSO OFFICE TO MONITOR ALL THREE SYSTEMS 
WHEN AVAILABLE. 

SYSTEM (3) LOBBY OF CHANCERY: 

6. MTC-21 MK II CAMERA 
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7. 12.5 MM WIDE ANGLE TENS 
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8. REMOTE CONTROL CMBZ (RSO DESK) 

9. PAN/TILT PT 550M FOR CELING MOUNT. 

10. 100 FEET OF REMOTE CABLE. THIS UNIT TO BE CONTROLLED AND 
MONITORED BY RSO. 

1 1 . A DESCRETE CAMERA ENCLOSING ITEM 2 REQUESTED DUE TO CAMERA 
LOCATION ABOVE FRONT MSG DESK. 

12. EVM-9 MONITOR (TEMPORARILY INSTALLED) ON RSO DESK TO BE 
REPLACED WITH VM-201. EVM-9 TO BE INSTALLED AT MSG DESK. 

13. POWER LINE FOR MRL LOCK AND TV AT REAR OF CHANCERY HAS BREN 
INSTALLED. 

NEWSOM 
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Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 
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Decaption Note: 
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Disposition Approved on Date: 

Disposition Authority: CunninFX 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
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Document Source: CORE 

Document Unique ID: 00 
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Executive Order: GS 
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Film Number: D750397-0511 
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Review Release Date: n/a 
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